STATE LABORATORY WISH LIST 2011 




PRIORITY •: ::.:•:!!!!!!!!!!!!!!!!!• 


.. 

. . 

sefB8gea:asgK:s 

LABa&ATtSftV 

1 

GC/MS 5975C 

1 

$ 79,000 00 

$79,000 

Amherst Drug Lab 

2 

GC 7890A 

1 

$ 35,000.00 

$35,000 

Amherst Drug Lab 

3 

Printer P3005d 

3 

$ 595.00 

$1,785 

Amherst Drug Lab 

4 

Computer dc5800 

2 

$ 785.00 

$1,570 

Amherst Drug Lab 

5 

Upgrade GC/MS 5972 

1 

$ 14,292.00 

$14,292 

Amherst Drug Lab 

6 

Bar Code Printer CL408e 

1 

$ 1,600.00 

$1,600 

Amherst Drug Lab 

7 
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TOTAL 




$133,247 



Folk OIG PRR 007774 







JUSTIFIED 

Replace 15 year old instrument 

Replace 18 year old instrument 

Replace 15 year old printers on GC's 

Replace 12 year old computers on GC's 

Updates software to current level (E) 

Replaces 10 year old printer 










Folk OIG PRR 007775 






